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EXPLANATION 


MAP OF THE TOWN OF SOUTHOLD. SUFF:OLK COUNTY, N.Y. 
SHOWING THE WATER TABLE, APRIL 1950 


P-3 
- 
Pond used for irrigation 



 



 



 


2- 
Contour on the water table in April 1950jdashed where approximate. 
Contour interval is I foot except 0.5 foot in Greenport-East Marion area. 
Datum is mean sea level 
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